To: Ruhl, Christopher[Ruhl. Christopher@epa.gov] 

Cc: Ostrander, David[Ostrander. David@epa.gov]; Grantham, 

Nancy[Grantham. Nancy@epa.gov] 

From: Ferguson, Ralph 

Sent: Mon 9/7/2015 2:10:10 PM 

Subject: RE: GKM cost estimate. 

Chris, 


Based on our discussion this morning I ran the number and here they are: 


Question: How much have you expended on the Gold King Mine response? How 
much do you expect to spend? 


EOP/Ex. 6 


Let me know if you have any more questions. 


Ralph Ferguson 

ICP-GKM FSC 

US Environmental Protection Agency 
Office: 214-665-2147 
Cell: 469-978-6201 
ferguson.ralph@epa.gov 


From: Ruhl, Christopher 

Sent: Monday, September 07, 2015 8:03 AM 

To: Ferguson, Ralph 

Cc: Ostrander, David; Grantham, Nancy 

Subject: GKM cost estimate. 


Ralph - 

Can you answer the following question? 


Question: How much have you expended on the Gold King Mine response? How 
much do you expect to spend? 

Answer: 


1799338 


ED 000552A 00006140-00001 



Chris Ruhl 

USEPA R6 Oil Team Leader 
Federal On Scene Coordinator 
(214) 665-7356 office 


1799338 


ED 000552A 00006140-00002 



